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OGC HAS REVIEWED. 


Journal 
Office of Legislative Counsel 


Thursday - 20 August 1953 


Mr. Allardice, Staff Director of the Joint Committee on 
Atomic Energy, informed this office that the Committee desired 
a briefing on the statements by[L__—‘“;C;COC™CO...C*d 25X1A 
regarding the [—____________] The 
meeting is to be held on Friday at 4 o'clock in Room F-88 at 
the Capitol. In the absence of Mr. Houston| | informed 25X1A 
the IG office immediately. 
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